ANALYTICAL RESEARCH LABORATORIES 


840 RESEARCH PARKWAY, SUITE 546 
OKLAHOMA CITY, OK 73104 
PHONE (405) 271-1144 
FAX (405) 271- 1 174 

Certificate Of Analysis 

CLIENT : New England Compounding Center 



ARL#: 185693-01 

LOT#: 08242012® 11 

D ESCRI PTION: Mannitol (CP-STOCK) (PF) 20% Inj 

DATE RECEIVED : 08/ 28/ 2012 
STORAGE: 20°C to 25°C (68°Fto 77°F) 

CONTAINER: Two 5 mL syringes 



Alex Tang - Laboratory Supervisor Date Reported ARL Form QUF-078-V4 03105/2010 


Results reported above relate only to the sample that was tested. 
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